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Blood-typing serum production in Western Germany is divided as follows: Behring- 
Werke - 80%; Asid-Munich - 154; Biotest-Frankfurt - 5%. 


The scientific director of Behring-Werke is Professor Hass, who is Professor of Serology 
at Marburg University. 


Asid-Munich was originally located in Dessau in the Soviet Zone of Germany, but all of 
the staff StS eS as refugees to Western Germany and rebuilt a damaged factory near 
Munich. 
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